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GUARANTEE 


The Master Violet Ray instrument is guaranteed against 
mechanical and electrical defects for a period of one year 
from date of purchase by the user, providing that all 


_instructions for the proper use and operation have been 


et 
Hy * 


followed. Defective parts will be replaced free of charge 
when needed, providing the apparatus is returned to the 
factory prepaid. Damage caused by parties other than 
ourselves in attempting to repair our machines are not 
covered by this quarantee. Glass applicators are not 
guaranteed for any specified period of time; they are 
made of the very best materials obtainable and thorough- 
ly tested before shipping. 
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DIRECTIONS FOR OPERATING 


The Violet Ray High Frequency Outfit 


Insert glass applicator into the instrument. 
Attach the connecting plug to the lamp socket. 


Turn the current on. 


Adjustment of the Violet Ray discharge is obtained by the adjusting knob. To the 
right the discharge increases, to the left it decreases. 


Start any treatment with a mild discharge and increase it gradually to the re- 
quired strength. 


Take good care of the connecting cord. Keep it dry and free from knots and twists. 


_ Have it repaired in time if signs of wear appear. 


Don'ts 


Do not attempt to repair the apparatus. If the necessity arises, write to the factory 
advising of your difficulties and you will be informed what to do. 


Do not use the Master in connection with any tonic or medicament. containing a. 


large percentage of alcohol on the hair or any part of the body. 


Be careful with the apparatus and when not in use turn the current off. Be on the 


_ safe side and remove the connecting plug from the lamp socket after use. 


Do not touch the appliance or attempt to connect it to a lamp socket when your 


hands are wet. Do not use while at the wash basin or in connection with an 
electric bath. 


Do not operate your machine at any one time longer than ten minutes. To do so 
overheats the coils and may result in their burning out. When this occurs, our 
guarantee does not apply. The machine may be used intermittently over a long 
period of time providing the coils are permitted to cool between use. 


Do not allow the body to come in contact with metal. This includes metal furniture, 


while taking or giving treatments. : 


Another don't that is indeed very important is that the handle of the Violet Ray 
Machine should not be grasped close to the applicator while the machine is not 
in use; i. e., when the current is turned on and the applicator is not being applied 
to the body. : 


The reason for this is that the current will jump from the tip of the handle if it 
is not being drawn off by the glass applicator to some part of the body. It is a simple 
matter to avoid by merely holding the handle of your machine at the end farthest 
away from the electrode. 


Occasionally we have complaints when one-piece machines do not operate when 


- held in a vertical position. When this occurs, use a stronger current or reverse the 


position of the machine. It is never necessary to use machine in upside down 
position 


Damages arising from carelessness are not covered by our guarantee. If instruc- 
tions are properly followed, the Master will last indefinitely. 


Many people return machines that are in good order. If machine does not work 
try its operation on another electrical outlet. 


Master Violet Rays seldom give the user trouble and will last indefinitely. Nothing 
is to be oiled or adjusted. When trouble occurs it is usually with the electrode, as 
already explained, or due to a broken cord at the point where it enters the cap 
in the base of the Bakelite handle. 


Listed as Standard by Underwriters’ Laboratories 











The Violet Ray © 
High Frequency 


NE of the most remarkable developments of the wonderful science of electricity 
is that of the Violet Ray machine or high frequency generator. The Violet Ray 
may be said to be a diffusion of an electrical current of tremendous power 
and resistance, into millions of tiny harmless units which can be applied to the tenderest 
and most delicate parts of the body without the slightest harm. As applied to the human 
body, its results have been found to be of enormous benefit in innumerable instances. 


Causes of Human Ailments 
All human ailments, with the exception of certain highly contagious and infectious 
diseases, can be traced to faulty circulation and impure blood. When exercise is taken 
as a matter of course and sound sleep and appetite are natural, weakness and disease 
seldom develop for the reason that the blood is adequately supplied in its richest 


state to every part of the body, thereby nourishing every organ and muscle and pro- 


viding adequate protection against any tendency to weakness. As persons grow older, 
however, there is a tendency to forsake physical exercise and to retire to a quieter 
and more secluded mode of living. The circulation suffers accordingly, and instead of 
being driven to every part of the body in its richest state, a portion collects in the 
internal areas and becomes stagnant because of the impurities thrown off by the body. 
These impurities are absorbed by the tissues and a condition of self poison results, 
as a consequence of which the body begins to deteriorate, the digestive organs fail 
to function properly, the internal organs become sluggish and weak, and weaknesses 
develop which are peculiar to men and women. This weakened condition of the blood 
and vital organs leaves the human body easily susceptible to any disease to which 
it may become exposed. 


Counteracting These Causes by the Use of the Violet Ray 

The Violet Ray has provided the means of bringing to every home, at a reasonable 
price, a method whereby every vital process can be quickened and the blood made 
to course through the body with renewed vigor. If necessary, the treatment can be 
concentrated on any organ, muscle or nerve, however delicate or tender, and the 
same results secured. By this treatment the impurities are washed from the affected 
organs by a rich, warm flow of blood which nourishes and stimulates the tissues 
and which is generated by the penetrating current of the Violet Ray, reaching the 
cells which supply life to the tissue, and causing them to vibrate. The stagnant pools 
of blood are thus set in motion and the poisons contained therein are relieved 
by the purifying processes of nature. The blood thus being freed of poisons is able 
to take up oxygen from the lungs and nutrition from the digestive organs and returns 
laden with tissue-building material to every part of the body. In this way new tissue is 
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The 


formed to replace that destroyed by disease 
and carried away in the blood stream. This 


massage” because of the fact that the vibra- 
tion or contractile effect is expanded upon the 
individual cells making up the tissue, rather 
than on individual muscles. This is an import- 
ant reason why the high frequency current 
produces such marked effect on nutrition and 
general health. Cellular massage is much 
more penetrating and beneficial than muscu- 
lar massage as produced by mechanicel 
vibration. 


Application of the Ray 


The Master Violet Ray is applied through 
vacuum applicators or electrodes made of 
annealed glass. The electrodes diffuse the 
electrical current in sprays of a beautiful, deep 
violet color. These sprays vibrate to and fro 
thousands of times per second. This rapid vibration is what produces the pleasing, 
invigorating and corrective effect derived from Violet Ray treatments and described as 
cellular massage. A few minutes application each day, simply holding the applicator 
in the hand, furnishes a tonic to the system which does much to fight disease and keep 
the body in a healthy state. Inasmuch as prevention is to be- desired a thousandfold 
rather than a cure, this point alone makes the Master Violet Ray indispensable in 





your home. 


The Violet Ray while introducing all of the tremendous power of electrical energy 
into the body, does so without the silghtest pain, shock or contraction of muscles. 
Its application, on the contrary, produces a pleasing sensation, and the amazing 
results of the Violet Ray treatment have caused it to be accepted by many physicians 
throughout the country as part of their equipment. The machine is ready for use by 
simply connecting it to any convenient light socket. The Master Violet Ray is the 
essence of simplicity and can be operated by a child with the utmost safety. 


Methods of Applying the Violet Ray 


Three distinct methods of application are in general use, according to the conditions 
present and the results desired. 


First: LOCAL APPLICATIONS 


s 


Given with specific surface or orificial applicators made for that purpose. 
A beneficial warmth is induced by the action of the Violet Ray, the capillaries 
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for BEAUTY, HEALTH, STRENGTH 


of the skin are stimulated during the application and for some time thereafter. Any local 
application with a vacuum electrode is an effective antiseptic, largely on account of 
the ozone generated. 


One of the greatest benefits of the Violet Ray is the fact that it can be used with 
such excellent results in local conditions. When the Master Violet Ray is applied to 
any part of the body, it gives to a certain extent a general treatment by stimulating 
the circulation. In treating local conditions, these results are greatly increased by 
giving a local treatment to the part affected. Suppose one is afflicted with rheumatic 
pain in the shoulder, you apply the Violet Ray treatment to the painful part. The 
result noted, will be an immediate sensation of warmth. After a slight treatment it will 
be noticed that the part treated has become slightly reddened by the blood that is 
sent in response to stimulation secured from the treatment. “ 


These local treatments can be given to any part of the body with very good results. 
They produce the desired results at the treated part quickly and also benefit to a 
remarkable degree the entire system. The body is penetrated by radiant atomized 
electricity, restoring energy and vitality to the entire system. 


Second: GENERAL APPLICATIONS 


Taken as electrification treatment for the 
effect on the general condition. The entire 
body is saturated with electrical energy by 
simply holding the electrodes in the hands. 
This produces a sedative or quieting effect. 


Violet Ray High Frequency Currents have 
the tendency to establish a normal equil- 
librium of the entire nervous system. Arterial 
tension during a general treatment usually 
increases slightly while it falls a short time 
afterward. General treatments are recom- 
mended in all nervous disorders and diseases. 


Third: INDIRECT APPLICATIONS 


Combines local and general treatments and 
requires two people. The party to be treated 
holds the electrode firmly in the hand. A 
second party then may draw with either hand, 
finger-tips, or another electrode, the high fre- 
quency current to the desired spot of the 
patient’s body. 





Selective Effects Obtainable 
A: AS A SEDATIVE 


A sedative, quieting or soothing effect can be obtained and is of great benefit in all 
nervous dilments.. This effect can be produced locally by keeping the electrode in close 
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The Master VIOLET RAY 


contact with the part to be treated. Painful sensations can be relieved, irritated nerves 
tranquilized and soothed. Nervous disorders are quickly and beneficially influenced by 


a sedative treatment. 


B: AS A STIMULANT AND TONIC 


A stimulating effect is produced when the 
electrode is lifted somewhat during the applli- 
cation or used through the clothing or a cloth 
which has been put over the part to be 
treated. The length of the stimulating sparks 
depends on the thickness of the clothing or 
cloth placed between the electrode and the 
body. Uniformity in spark length is insured 
by the cloth. This stimulation is caused by 
the many small sparks generally called High 
Frequency Spray. They cause a pleasant and 
tingling sensation and bombard thoroughly 
the area which they cover, resulting in a 
very beneficial heating effect. They also gen- 
erate ozone which is directly driven into the 
tissue, causing the ozonation of the blood. 
These sparks are germ-killing and overcome 
infection. 


Stimulating treatments through clothing are very beneficial in rheumatism, lumbago, 
and partial paralysis. Skin disorders, where the circulation is impaired, are often greatly 
benefited by a slight stimulation. A single layer of a handkerchief produces enough 
resistance in such cases. An ordinary towel is best to use in chronic rheumatism and 
similar affections. 


Loss of weight, lack of appetite, general weakness, lassitude and similar conditions 
as a rule indicate Anemia or impoverished blood and poor circulation, commonly called 
a run down condition. 


The Master Violet Ray primarily increases the blood circulation. It does what the worn 
out, run down body cannot do naturally. Disease germs are, therefore, fought and con- 
sumed, poisons are dissolved and carried away. 


C: AS AN INTERNAL ANTISEPTIC 


Wherever the Violet Ray comes in contact with the oxygen in the air it changes a 
part of that oxygen into what is known as ozone, a concentrated form of oxygen that is 
a great many times more active than that in the air. Oxygen in the blood has the 
remarkable quality of burning up dead or diseased cells without burning up those that 
are healthy, and it is the only antiseptic known that can be taken directly into the body 
with this effect. 
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for BEAUTY, HEALTH, STRENGTH 


For this treatment the Master Ozone Generator shown on page 20 may be used with 
any Master machine for the purpose of obtaining large quantities of ozone for inhalation. 
The effect of inhaling ozone is much the same as that of inhaling large quantities of 
pure air, or even pure oxygen. It purifies and enriches the blood, invigorates the body 
and causes pure oxygen to be taken up in large quantities in the blood stream. 


Ozone inhalation is of particular benefit in the treatment of respiratory disorders. 
Taken into the lungs it attacks the diseased cells and causes them to be oxidized and 
thrown off with the exhaled air. It is a most essential form of treatment for asthma, 
hay fever, and all lung, throat and nose cases. 


This treatment may also be obtained by using a surface applicator and applying it to 
the surface of the body nearest the seat of the trouble. As the Violet Ray leaps from the 
applicator into the body it carries with it minute quantities of this concentrated oxygen 
which is thus injected directly into the tissues and blood. This is known as cataphoric 
action and has the effect of overcoming the lack of oxygen in the blood by: charging it 
with an added quantity. 


As Applied for Specific Conditions and Ills, The Hair, 
Scalp and Skin 


If you do not feel well you cannot look well. Many women realizing that good 
health is essential to real beauty and the prolonging of youth use the Master Violet Ray 
with faithful regularity. The results obtained through its applications will be a revelation 
to you and in a remarkably short time will bring your body, health and appearance 
to that condition that Nature intended it should be. Rich,.red blood is brought to the 
skin with the use of the Violet Ray. It nour- 
ishes the tissues and cells and brings the 
radiant hue of health and beauty to the skin. 
All facial blemishes quickly vanish. 


Practically every disease of the scalp and 
hair, as dandruff, falling hair, etc., can be 
traced to the improper circulation of the blood 
flowing through the scalp. The roots are fed 
through the blood, which flows through small 
capillaries in the scalp almost microscopic in 
size. Because of their smallness, they become 
clogged very easily, as a consequence of 
which most persons are affected with some . 
form of scalp disease. To overcome scalp dis- 
ease, it is first necessary to remove the cause, 
and as this is poor nutrition due to faulty 





circulation, the Violet Ray naturally suggests 
itself as the ideal remedy. 


For treating the scalp we have a special comb electrode which conforms to the shape 
of the head and pulls easily through the hair. Millions of tiny electric sparks jump from 
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The Master VIOLET RAY 


the applicator to the scalp, carrying with them pure ozone which acts as a germicidal 
agent and destroys any foreign organism which may be present. The tiny nerve and 
blood vessels are gently massaged, the blood starts flowing and nourishment is brought 
to the roots of the hair. 


By the first treatment a warm, glowing, 
healthy feeling is brought to the scalp, and 
with a few successive treatments great im- 
provement will be noted. The hair very 
quickly takes on a natural, glossy and healthy 
appearance. The use of the Violet Ray for a 
few minutes each day will make the hair, 
thick, healthy and beautiful. 


The Violet Ray is used by all modern 
beauty specialists in the treatment of the hair 
and skin. 


Neuritis 


Neuritis, as commonly understood, is rheu- 
matism of the nerves. Although any nerve 
may be involved, the name neuritis is con- 
: fined almost entirely to inflammation of the 
brachial nerves, which run from the upper part of the spine across the shoulders and 
down the arms. When the arms are lifted slightly, sharp, twinging, shooting pains are 
felt in the arms and shoulders. Temporary relief can be secured by the use of properly 
applied heat, but permanent results can be affected only by relieving the inflammation 
and removing the cause of the pain. > 





Treatment should be with a very mild current gently applied to the pain area for 
about three minutes several times daily. As these nerves react very quickly, the first 
few treatments should be mild and short, but as the nerves become accustomed to it 
the treatment should be increased in strength and duration. 


Not only does the Violet Ray improve health, but a permanent relief is secured by 
relieving the inflammation and removing the cause of the ailment. 


Rheumatism—Lumbago 


One function of the blood is to dissolve and carry away poisons. When circulation 
becomes sluggish or impaired these poisons, instead of being carried away, are 
deposited throughout the system, most commonly at the joints. At first this causes 
slight annoyance, but continued deposits results in the joints becoming solid, swollen, 
and severely painful. This condition is known as Articular Rheumatism, and will act 
upon the muscles in a similar manner, resulting in what is commonly called Muscular 
Rheumatism. 


Inflammation of the nerve or muscles situated immediately below the small of the 
back is known as Lumbago. These pains are most apparent when the body is inclined 
forward or sideways, or when these muscles and nerves are brought into use. 
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Application of the Violet Ray to the affected parts restores circulation to normal, 
drives oxygen directly into the blood and results in a consequent dissolution of the 
poisonous deposits causing the ailment, thereby relieving the inflammation. Increased 


quantities of nourishment brought by the invigorated circulation build up and restore 
the affected part to normal. 


Headaches—Insomnia—Brain Fog 


A headache is a symptom of some local or constitutional derangement: and not a 
distinct disease. Few drugs are directly curative and some are paralyzers of the heart 
while others destroy the red blood corpuscles. : 


When the Violet Ray removes pain it also builds up the forces of nutrition and 
general health. One of the most common uses of the Violet Ray is the removal of 
headache and in such a way as to leave the system in @ normal and not a “doped” 
condition. Long, lasting relief is the rule, but some forms of pain return, and for these 
regular and persistent treatment is required. 

Adequate and refreshing sleep and brain 
rest is necessary to good health. Inability 
to obtain these necessities is a very trouble- 
some symptom which one should not neglect. 
There is no substitute for adequate sleep and 
rest. The Violet Ray, by its sedative action, 
tends to soothe and calm the nervous system 
and equalize the circulation, thus restoring 
this most essential capacity to normal. 


Metabolism—The Secret of Health 


Perfect health depends upon the proper 
functioning of the combined building up and 
tearing down processes that are continually 
going on within our bodies and which are 
commonly described as Metabolism. Human 
energy is produced by the oxidizing, or burn- 
ing up of certain elements in the cells and 
tissues throughout the body. This process is 
responsible for the heat of the body. 


For the purpose of maintaining health, 
these elements that are being burned must 
constantly be replaced by nature. All too fre- . 
quently, however, the balance ordinarily maintained between these processes .is. dis- 
turbed by a deficiency or surplus of new material. In cases where there is a deficiency 
the parts affected become wasted, weakened, and an easy prey to disease. In the 
second case they become flat, flabby and enlarged and, as a consequence, are unable 
to function properly. In either case the result is poor health. 
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A. person's age, in terms of health and appearance, is governed by this process 
of metabolism. In early life the building up process is dominant and we have a period 


of growth and development. In the early twenties the stationary point is reached where 
the two are balanced. As long as this balance 


is maintained health is good and the human 
body is possessed of the buoyant energy 
and vitality characteristic of young manhood 
and womanhood. A disturbance of this bal- 


ance results in the loss of this vitality. 


The tearing down process dominates during 
the period of old age or decline. It is inde- 
pendent of years, however, and frequently 
begins in persons under thirty. With proper 
care, however, the building up process can 
be made dominant for many years and the 
ravages of old age postponed indefinitely. 


Metabolism depends largely on the quality 
and proper circulation of the blood. A proper 
amount of oxygen is necessary in the blood 
to oxidize the body tissues and thus furnish 
energy. Tissue. building elements must be 
supplied through the blood to replace those 
that are oxidized, and disease germs which find their way into the body must be 


overcome. 


Every person who needs concern himself or herself with the subject is familiar 
with the symptoms of old age. Suffice it to say that the first indication is the loss of 
buoyancy felt in early life, followed by minor disorders which shite er grow more 
serious. It is highly important that these symptoms be overcome in their earliest stages. 


The Violet Ray not only prevents the premature appearance of these symptoms, 
but will remove the cause of them after they have become apparent, if properly used. 
It does this by normalizing Metabolism—by working through the blood stream and 
equalizing the two processes necessary to perfect health. 


Violet Ray treatments increases the oxygen content of the blood, thus hastening 
the oxidizing process in the tissues and causing waste material to be thrown off. It 
energizes every cell, causing new tissues to be built in a normal way and assisting 
in the removal of surplus fat and foreign deposits. By the addition of its aiding the 
processes of digestion, assimilation and excretion it can be readily seen that it will 
correct the tendency to premature age by the normalizing of every body function. 
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Prostatic Diseases 


The most distressing ailment, common to so many men of middle age, is one in which 
the high frequency current is almost a specific. 


Medical authorities agree that more than sixty per cent of all men past middle age 
(many much younger) are afflicted with a disorder of the prostate gland. Aches in feet, 


legs and back, sciatic pains, and impotence 
are some of the signs. No man should ap- 
proach the prime of life content to regard 
these pains and conditions as inevitable signs 
of approaching age. 


In treating the Prostate through the rectum 
place the patient , on one side in the Sims 
position with the knees well drawn up. 
Electrode No. 22 well lubricated, is then in- 
serted in the rectum about six inches with 
the depression in the tube turned toward the 
front or anterior wall of the rectum so the 
gland rests into depression for best results. 
In Prostatic diseases of all kinds the High 
Frequency current has proven most efficacious. 
The duration of each treatment is three to five 
minutes. Extraordinary results are accom- 
plished in all of Prostatic diseases. Enlarged 
Prostate should show improvement from the 
very first—about two or three treatments a 
week. Treatment by or under direction of a 
physician is advised. Same treatment for 
senile hypertrophy, impotence, etc. . Two or 
three treatments a week, then skip a month. 


Nervous Affections 


No wider field of application is served by High Frequency current than that of 
affections of the nervous system. 


In the treatment of nervous diseases by the use of drugs there is always a question 
of reaction and the elimination of the drugs. No two people are alike and cannot be 
treated alike; some are susceptible to certain drugs and others not, whereas the 
Violet Ray can be so applied as to be tolerated by everyone. 


The average sufferer from nervous disorders is chary of electrical treatment because 
of the fear of shock, burning, etc. His impression has been gained from experience 
with galvanic and faradic batteries and other devices, the treatment from which’ is 
harsh and unpleasant. ; 
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The Master VIOLET RAY 


To such sufferers the mild, soothing, painless Violet Ray current comes as a positive 
boon. The tendency to fear is entirely eliminated, and the sedative restful after effect is 
welcomed and enjoyed. 


Most of the functional neuroses may be benefited by High Frequency. 


Keep This in Mind 


Do not be afraid of the Vislet Ray High Frequency current. It never harms. It causes 
no shock. Use Violet Rays freely so that you may familiarize yourself with their 
peculiar nature. | 


Violet Rays grow in their usefulness the more you study their action and effect. 
Make it clear to yourself what you wish to accomplish. If you want a soothing effect, 
do not apply a strong spray by holding the applicator distant from the part to be 
treated: make a close contact inside with the bare skin. If you wish stimulation treat 
through the clothing with a current strong enough to reach your tissues. If a tranquilizing 
effect to quiet the nervous system is desired, do not use a current strong enough to cause 
irritation. Let these be the guiding principles to you and the result in the use of the Violet 
Rays will be surprising. 


In simplicity of operation, wide range of adjustment, durability, beauty and unique 
construction, Master Violet Rays are the ideal all-purpose generators. Their superiority 
has remained unchallenged for twenty years. 


Unless otherwise specified, all machines will be furnished to operate on standard 
voltage of 110 to 120 A. C. and D. C. 


Machines can also be furnished to operate on 220 volts and 32 volts. Our 220-volt 
windings will run on both A. C. and D. C. current. Voltages are from 200 to 240 volts. 


The new models of Master Violet Ray machines shown herein, are the result of years 
of experience in the exclusive sale and manufacture of these products. All Master 
machines are manufactured of the best material obtainable by highly skilled, experienced 
workmen. Our various inspections are the most rigid it is possible to give. 





Introducing a new line of Violet Ray Machines.that, in addition to their highly 
regarded and unquestioned therapeutic value, have a beauty appeal in every line 
of their new design. 


Molded from Bakelite in a harmonious blend of jade green and ebony black, these 
new MASTER machines have an angular surface that prevents slipping while in use 
and does away with the danger of rolling off the table or dresser. Never before has 
a Violet Ray Machine achieved such a handsome and striking symmetry. The carrying 


cases, too, have been improved in appearance to further the color scheme. Another: 


important improvement of the carrying case is the coiling of the cord which prevents 
knotting and breaking. 


These new green and black housings are now supplied on all Master one-piece 
machines: the No. 9, No. 2B, No. 15 and No. 17 Violet Rays. 
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Master Violet Ray No. 9 


Newly designed and embodies many superior features. Sells at the 
lowest price at which a one-piece machine with a shock-proof Bakelite 
handle has ever been offered. Complete with attractive carrying case 
of exceptionally substantial construction and general electrode. 


mre? PEO 20/: VOltS ha Sst er TIE Ls Ge ee Cn es $9.00 
For 220 or 32 volts, add $1.50. 


Special Feature Found Only in Our Violet Ray Instruments 


A very important. feature of all Master Violet Ray m i i i 
patented Master Electrode socket terminal which is Berar rescnoter eat 
Should the electrode break, the coil can simply be unscrewed from the hous- - 
ing and the electrode and easily removed by inserting a screw driver or 
knife in the insertion, as shown in illustration. : 





R 


In the past, where the electrode has broken, it h Mast P 

: ' ' as been nec ESL L este 
practically all users to take these to an electric shop or repair man peas Plociede 
the electrode end removed. This annoyance is altogether eliminated, both to Socket 


the user and the dealer, by the patented Master Ele i 
4 es ; ctrod 
which is found only on Master Violet Ray machines. sown 
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Master Violet Ray No. 2B 


This machine is of the one-piece type that is, the entire outfit is contained in 
the handle and there is no separate coil contained in cabinet or carrying case. For 
those who desire simplicity in appearance and operation, this Master One-piece type 
machine offers the greatest efficiency possible. It is without question the greatest value 


ever offered in a one-piece outfit. 


The entire mechanism is enclosed in a beautiful highly polished bakelite housing. 
It is light in weight and comes equipped with a handsome seal grain carrying case. 
Surface Electrode No. 1, Comb Electrode No. 3 and No. 12 Metal Electrode. 


ListPrice; LO: 25Volte. 0a ce seo coe cy oe Dae oe FO panda Te eee eae Dee DO 
For 220 or 32 volts, add $1.50. 
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Master Violet Ray No. 15 


This wonderful new model represents the latest development in a one-piece outfit. 
Due to our special type of construction the machine cannot be thrown out of adjustment 
by turning the adjustment knob too tightly and locking the vibrator springs, a defect 
found in most other one-piece outfits. 


This machine is without competition where lasting qualities and value are considered. 
Equipped with handsome carrying case with No. 1 Surface, No. 3 Comb, No. 12 Metal 
and No. 4 Throat Electrodes. 

List Price; 110-125. Volisic. 60.00 See PEA Soo a ee eae eeince lode Ges anae weds eee ee lls OO 


For 220 or 32 volts, add 51.50. 


Our adjustment is a piece of precision mechanics, highly developed, accurate and 
dependable. The arrangement of adjustment prevents locking of vibrators, thus eliminating 
burning out of the coils. This is a feature of all Master machines. Our handles are molded 
in one piece so that ete is no leak from the nozzle. 


“ Page Fifteen » 


ail ee 


























WIOLET RAY INSTRUMENTS 











Master Violet Ray No. 11 


This machine comes equipped with three Electrodes—Comb, Throat and General, 
contained in a very beautiful carrying case. The magnet coil is mounted on a highly 
polished Formica plate. Coils and condensers are oversize to prevent overheating and 
the Tesla coil is designed to stand hardest usage. The handle of the machine is con- 
structed of vulcanized hard rubber and is shock proof. 

Pricep? 1105125, Volts: sb oii. ee Eee see Gea Be cc euaina ue .....$12.50 

For 220 or 32 volts, add $1.50. 


Master Violet Ray No. 10A 


This machine is the same as No. 11 illustrated above except that it is equipped 
with the No. 1 Generator Electrode only. The machine is packed in handsome container. 
Price ee ee Ek go NU SR LS ee myer ee eae Gear Rtauapmsa HY + | 

For 220 or 32 volts, add $1.50. 

Our 220-volt windings will run on both A.C. and D. C. current, Voltages are from 
200 to 240 volts. 

The carrying cases on all Master Violet Rays are designed for beauty and service. 
The very latest materials and designs are used to make them serviceable, and ultra 
modern in appearance. 


« Page Sixteen ® 


VIOLET RAY INSTRUMENTS 





Master Violet Ray No. 17 


This excellent model has been added to our already complete line for the purpose 
of supplying a large number of our customers with a machine having a condenser 
electrode as a part of its equipment. The applicators included with this outfit are General 
Electrode No. 1, Condenser Electrode No. 2, Comb Electrode No. 3, Throat Electrode No. 4 
and Metal Electrode No. 12. All equipment is enclosed in a handsome green silk lined 
carrying case. The addition of the popular and useful condenser electrode makes this 
outfit an article of exceptional utility and a real value. 


Bist Price; 110-125) Volts. 4:65 Suc. ee. Gi su Geb ates cys War oleae tate faa Mee ee DI ae 
* For 220 or 32 volts, add $1.50. 

All Master Violet Ray Outfits are designed to work on standard current, 110 to 120 
volts, A. C. or D. C. 


The output of Master instruments is truly marvelous, not only is the amperage 
tremendously high at the full adjustment, but the millicamperage is great in volume, 


causing much heat at the point of application to the body, an effect most desirable and 


not found in other: instruments. 
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Master Violet Ray Outfit No. 8 


This machine is designed to meet the demand for a complete Violet Ray equipment 
of the two-piece type for home and profession, at a moderate price. 


The case is designed to hold five electrodes, which are contained in a separate 
compartment with clips to hold the electrodes. A flap separates this compartment 
from the Generator. The case is velvet lined and very attractive. 


The equipment consists of the Surface Electrode, Comb Electrode, Throat Electrode. 
Cautery Electrode and Metal Saturator. 


A beautiful finished, quality product. Distinctly a Master Product. 
EISt Price reich es Eh Fortran ere agen Det ane SSS ee EES teseee. $25.00 


No extra charge for special voltages. 


Every point of construction, every piece of material used, is given careful attention 
with the view of placing in the purchaser's hands the best your money can buy. An 
instrument that will give service when needed and one that will not break down 
under continued use. 


We manufacture only high grade, substantial machines. Quality considered, the 
price is most reasonable, within everybody's reach. 
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Combination Outfit 


This very complete outfit, equipped with a high frequency unit of three-condenser 
capacity and vibratory apparatus, presents the two recognized methods of electric 
application. 

The high frequency generator is equipped with extra capacity condensers and has very great 
penetrative power, developing a current of great therapeutic value. Individual condenser opera- 
tion and the operating strength of the current on each condenser can be regulated by means of 
the handy switch and adjustment knob respectively, both of which are plainly marked and 
mounted on the beautifully engraved panel of black bakelite material which contains all 
controls. 

Vibratory treatments are secured from the universal current motor driven vibrator equipped 


with speed controls. This apparatus can be operated by inserting the plug in the vibrator 
outlet mounted on the panel, or independently of the rest of the machine, if desired. 


High frequency equipment consists of General, Comb, Throat, Eye, Spinal, Metal and Cautery 
Electrodes. Facial, Scalp and Body Applicators are furnished as part of this vibratory equip- 
ment. The entire unit is enclosed in a handsome leatherette carrying case lined with red velvet. 
The very finest outfit that can be secured. You will find nothing finer on the market at any price. 


List Price... 685. Pal pene eh as SEGRE iy gE EE ONES ORAS ION Onn wan eres Chee ae ae 
Without Vibratory Equipment............ SO Peer stale wlautelo re wie ee calw oiueh over anemeeeze tee GeO ee 


No extra charge for special voltage. 


This machine can also be furnished without vibratory equipment. When so furnished the 
vibrator outlet is always available for use in connection with a vibrator already in one’s 
possession or which may be purchased later. 
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Ozone Generator No. 28 


The Ozone Generator is a special applicator designed for direct medi- 
cation in nasal, throat, bronchial and lung affections. It generates enor- 
mous quantities of ozone. Ozone is a faint blue gas composed of oxygen 
and is formed by the passage of an electrical discharge through air. 
Outdoors, we get ozone after a thunderstorm and indoors, the same 
effect can be produced mechanically with Violet Rays. 

Ozone treatments are very beneficial, and excellent results are 
secured in all diseases of the Respiratory Organs, Influenza, Ca- 
tarrh, Bronchitis, Asthma, Hay Fever, etc., quickly show marked 
improvement from its use. The ozone permeates every cell de- 
stroying germ life, and soothes the inflamed tissues. 


Directions for Operating Ozone Generator 
The generator is pushed into the instrument handle and 
after filling the inhalant chamber one-fifth with inhalant 
solution, the current is turned on. The right hand is then 
put around the ozone chamber while the other hand actu- 
ates the pressure bulb at convenience. The nostrils are 
placed over or tight against the nose-piece, and the ozone 
is forced down through the nose into the lungs by pressing 
the bulb. Inhalation may also be made through the 
mouth by changing the nose-piece for the mouth-piece. 
The inhalant solution contained in the upper cham- 
ber of the generator washes the ozone as it bubbles 
through it, allowing particles of it to be carried along 
in the form of vapor. 
Our new type Ozone Generator may be used as an 
atomizer. 
The complete outfit consists of the Generator, a nose- 
piece, a mouth-piece, pressure bulb, inhalant solution. 


Complete with all attachments............ 510.00 © 
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ELECTRODES AND APPLICATORS 


Vacuum Glass Electrodes for High Frequency Violet Ray Application are made in two types: 
Plain, or non-insulated and insulated. Insulated electrodes are used for Oroficial Treatments 
mostly, as they deliver a greater quantity of current at the desired locality. 


. Master Electrodes are made of the best grade of special glass, which will stand heavy usage 
without signs of deterioration. The vacuum in Master Electrodes is perfect. The ends of the elec- 
trodes are protected by metal caps, which insure greater life. All electrodes are carefully 
tested and packed. 


NO. 1 GENERAL ELECTRODE.—fFor facial and body 

treatment, and for any surface application. This applica- 

tor is supplied with all Master Violet Ray machines as 
No. 1 a part of the instrument. 


Prices oi sees SOE a ea OMT NAN alsin bie TEN: Dita ale Mem $1.00 


No. 2 CONDENSER ELECTRODE.—As the name im- 
plies, it condenses the current, and produces a 
strong, even flow; also generating electrical heat, 
which is very desirable in deep seated cases. Used 
for Rheumatism, Lumbago, Neuritis, etc. 


PHICe ie eR See ie k athe Que Me SD ase ced as $3 : 5 O 





. 3 COMB-RAKE ELECTRODE.—Used for all scalp treatments; 
Paliie Hair, Dandruff, Gray Hair, and for stimulating the hair 


cells. 


Price. eos Ga ere bebe teen tee eee eet e tees $1.50 


No. 3 


NO. 4 THROAT ELECTRODE.—Designed to fit over the neck. 
Excellent results have been accomplished with this electrode 
in Goitre, Tonsilitis, Double Chin. 


1 Oa Fo) i nk ies nce RL Aner Seren (Ok eee ee OCI Me NES 8 ogee $1.50 No. 4 


NO. 5 EYE ELECTRODE.—Single Eye Electrode designed 
to fit closely over the eye. When treatment is given only 
a slight warmth can be felt. Is used for the treatment of 
all eye complaints and for strengthening the optic nerves. 


No. 5 Price ie cubicle h/sagte es Stalg Jiavh)e wisn ltre wate syecviieye ci hg mnt $1.00 


NO. 6 SPINAL ELECTRODE.—For all Spinal treatments. Ar- 
ranged so that it fits over both sides of the veretebrae. 


1° gi Col WS ve Rt ae RE ec Sg er cele Pr EEN UR SL ER eR LO UN gn $1.50 
No. 6 
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NO. 7 DOUBLE EYE ELECTRODE.—tThis electrode is used for 
the same purpose as the No. 5 Single Eye Electrode, but is de- 
signed for the treatment of both eyes at once. It distributes the 
current evenly to both eyes and is recommended where both 
eyes are to be treated. 


1h a Lo) — ey rtarat re A Nt rnd epee Pa ay ic ene eta ARTA ta a PCE ee pee Tln $2.00 
No. 7 


NO. 8 SMALL CATAPHORIC ELECTRODE.—This electrode is 
made with an indentation on the surface to hold obsorbent cotton le. 
and liniment of any kind. It is used in the treatment of Rheu- No. 8 


matism, Lumbago, Neuralgia, or in fact, wherever liniment is used in connection with any Master 
Violet Ray machine. 


DLACOE IN Go iaea rs ial tel see Ol ales ish gare GUE ENG. Boo ae GAR a EATER 6 ET eR I Ue EEN og Soe A $3.50 
NO. 9 LARGE CATAPHORIC ELECTRODE.—This electrode 

is used for the same purpose as No. 8, but has large capacity, 

and greater space for cotton and liniment. Used in the treat- 

ment of Rheumatism, Lumbago, Neuritis, etc., or wherever 

liniment is used. 

PLIGG oh errce sc Muar spouts o soak eae spall ee 4, op numMa RAN ohas rant Reg $4.50 Nese 


NO. 10 SPATULA OR TCNGUE ELECTRODE.—Used for treat- 
ment of the mouth or tongue, as its name implies. 


No. 10 PLICO Wests hs Oe Sees ake hi, Wath erbe te MEI ah Tua kee $2.00 


NO. 11 INSULATED EAR ELECTRODE.—tThis electrode has 
been specially designed for treatment of the ear. It is used 
for the treatment of all Catarrhal conditions in the ear, and 
for earache, deafness and head noises, etc. 


PICS cae ios wie eLereo sina oe gxe: ecaraith Byes gi Whee dete she S5e Teste $2.25 





| NO. 12 METAL ELECTRODE.—This delivers a strong 
current and is excellent for general tonic and where con- 


Sstitutional effects are desired. When held by the patient, 
No. 12. there is no muscular contraction, merely a sense of 
° warmth through the entire body. The current can also 


be drawn to any part of the body by using the No. 1 Electrode or the fingers of the operator. ' 


ICO sh ie elias a scored nels cal aos safe sith one Ra oughe eos Gs ocpda cae RONG 8 icdo she MRI RA Oram ee TN Sa KT $1.00 


ORIFICIAL TREATMENTS 


All Orificial Electrodes must be lubricated before insertion. For the sake of safety there 
should be two people in Orificial work, the patient and operator. The current should be turned 
on after inserting the electrode into the orifice and turned off before removing the electrode. 
Orificial treatments are never painful. The electrode should be moved slightly to avoid sticking 
to mucuous membrane. Treatments are not to be continued longer than five minutes. The best 
method of giving orificial treatments is to use the Metal Electrode No. 12 in the machine, 
and apply to the metal cap of the orificial electrode after this has been inserted. Treatments 
should not be attempted by unskilled persons without the instruction and supervision of a com- 
petent practitioner. 


Se 
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ifici sli i j ici ther licensed prac- 
Orificial Applicators are illustrated solely for the benefit of physicians and fe) 
titioners. Under no circumstances should treatments be attempted by unskilled persons without 
competent supervision. 


NOS14. “URETHRAL ELECTRODE. MPTICG 8 io 50 ess isl cca oes og ia cto olf sue’ oie suger ot aie seeueg 6) hen ori dir. wben ele $1.00 


NO 1S VAGINAL ELECTRODE. © Price fo yo ois oes o ne ow se aNd tetsnou ones $1.00 
; No. 16 oD re 
NO. 16. INTERNAL. THROAT ELECTRODE, Price 12.0. J scice oh Sis cones ede cee bee wal $1. 
No. 17 
NO. 17 RECTAL ELECTRODE. Price....... ee ee oes $1.00 


No. 18 
NO. 18 CORN ELECTRODE.—This electrode is used for the treatment of corns. It fits eae hs 
Fe COLNS EPEC ioe cect hd oe sed Waar ahora aie Siw eels aatin oc wreantaseloral ty ace ere, er eferie cele: gin wal ue eee Teh Aisi ene tie 5 


INSULATED ELECTRODES 


I I i d without loss into the 
e of insulated tubes is that the current may be introduce ; 
Sates rahe rste ht In using plain electrode for ca rerice) miucn of Se canner 1 1 08t os ee 
i i f contact. For instance, if the prostatic gland 1s being ; ] 
Srcoiede. mich of the current is drawn off at the opening of the rectum, but if the insulated 
tube No. ‘22 is used, the current is conveyed to the desired point without loss. 


| No. 20 > 
NO. 20 INTERNAL THROAT ELECTRODE.—Used for tonsilitis, hypertrophy of the ane eG 
OF FON STIS STC. PLACES aes oge ip: deb ece gcse ier wie o's se zat ohe te otolt! pei se ete’ a tnsege: giakele ete enrol Qe elect tt hee toca eng 


No. 21 » 


NO. 21 URETHRAL ELECTRODE.—Used for cystitis, strictures, gonorrhea, etc. Price....$2 ,00 


EE TED 
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No. 22 
NO. 22 PROSTATIC ELECTRODE.—Designed so that it fits directly over the prostatic gland. 


In many cases this electrode can also be used for vaginal work in place of No. 24. 
Price 






ssien giellailerisd el evs te Vell ote aenneeh oslsiel tire o¥e sve Gere igttataseee tol would Pet eslic A geht ete EC Ria a TO Le ELE Te Ray RS $2.00 
No. 23 

NO. 23): INSULATED |RECTAL/ ELECTRODE“ 2Price 0. oe oe $2.00 
No. 24 

NO. 24 VAGINAL ELECTRODE (without perforations). Price...........ceccccccceeeee ee. $2.25 


No. 25 


NO. 25 CAUTERY ELECTRODE.—This has a platinum wire sealed in the glass. For removing 
warts, moles or growths of any nature, it cannot be excelled. Very seldom is it necessary to 
give more than two treatments; most often one application is all that is necessary. 


| 24 oh Col YER ARO UAT BIRR NEPUES lr OE SOC ae A GUE AUN SAA sean AD Oss giainitie t widfetnraie te avis! oecdieie Setuaty $2.00 


NO. 26 SPECIAL VAGINAL ELECTRODE.-—Made with perforations so that ozone may be gen- 
erated within the vagina. Used for ovaritis, leucorrhea, vaginitis and all pelvic inflammations. 
Price =H 


CARE OF ELECTRODES 


Keep the electrodes clean. Washing with warm water and soap is sufficient. Electrodes will 
stand heat and can be boiled in water. 


The electrodes will burn out in time much on the order of an electric light bulb. When 
difficulty arises with the machine it is usually due to the electrode being burned out. Try 
another electrode before concluding that the trouble is with your machine. 


SS SSS SSS 
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DENTAL ELECTRODES 





No. 41 Dental ‘ electrode’ straight 
bulb ewes eevee eee oe ea Kee eoeeeses Ba 
No. 49 Dental electrode for spotting 
inside of jaw. EE a ERO isc EUR heh a 





No. 50 Dental electrode for front 
zum treatment ....6..- esc een 





No. 43 Dental electrode ball shaped 
w 


De ga es Oe ae No..51 Dental fulguration  elec- 
trode me@ereeeseeeen roe ere eee ere ¢ ee) 





No. 44 Dental kataphoric (cocaine) ; 
electrode see be. seal de catahontes No. 52 Dental electrode for gum 
treatment inside of jaw..:...... wu 





No. 54 Dental ‘electrode for gum 
treatment right side of jaw......! 


No. 46 Dental electrode for gum 
treatments’ 6... 2 3 Pies ouavaneserecoue Sonera 


PLIGG CACM ii eO eR GUE SN a aint oe e pane eg eae aioe A ele ty oe $2.50 


High Frequency currents have a wide and growing use in dentistry. These uses in- 
clude treatment of pyorrhea, in drying cavities, sterilizing root canals, bleaching teeth 
and locating devitalized teeth. 


Yaw 
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Use Your Violet Ray Outfit as a First Aid 


There is no quackery or uncertainty about the Violet Ray High Frequency Current. It is 
a thorough cell massage and a wonderful stimulant, and while it is by no means put forward 
as a cure-all, yet it is of the utmost aid in restoring to normal the physical condition impaired 
from almost any cause. The results obiained are universally beneficial and can never in any 
instance be harmful. 


Violet Ray Treatments 


The following are but suggestions, inasmuch as in most instances the individual will develop 
a technique suitable to his own particular case. 

Violet Ray treatments need not be of long duration. Short treatments at frequent intervals 
are very effective. Always start with the weakest current possible in order to avoid-the initial 
discharge, which occurs when the electrode is brought in contact with the body. Make contact 
with the electrode quickly when beginning and finishing the treatment. If metal objects such as 
hairpins, corset steels, chains, etc., cannot be avoided during the treatment, they should be 
removed. 

The suggestions for the treatment of disease outlined below have been taken from cases 
where physicians or clinics have obtained excellent results. Not all cases will be cured through 
High Frequency alone, but in every case it is a valuable adjunct to other treatments; in fact, 
many cases have been greatly benefitted where medical treatment has failed. 

The suggestions are given for the benefit of .physicians using our apparatus. Under no 
circumstances should orificial treatments, or the treatment of any serious disease or condition, 
be given without first consulting a physician. It is not our purpose that the Master Violet 
Ray be used as a substitute for the services ond attention of a competent medical adviser. 


While the use of the Violet Ray is being advocated by physicians and protessional persons 
throughout the country, it must be remembered that it is not sold as an infallible remedy for 
any ill and that there are physicians and other practitioners who have not become educated 
to its use and who consequently do not recommend it. It is a matter of common knowledge, 
of course, that medical theories are open to dispute within the profession as are the theories of 
any subject. When viewed in this light, and in consideration of the widespread use and popu- 
larity of the Violet Ray, the attitude of those dissenting members of the profession is open to 
considerable discussion. 


Treatments 


ATHLETE’S FOOT—In many cases excellent results have been obtained by massaging the foot 
and toes with the General Electrode. Five minute treatments as often as desired until relieved. 

ALOPECIA OR FALLING HAIR—(Hot oil shampoo before starting treatment)—Use Comb Elec- 
trode No. 3. Use a mild current at first, which can be increased with treatments. Pass the comb 
back and forth over the entire scalp for about five minutes every day. The same treatment can 
be used for gray hair in restoring it to natural color. Use same treatment for baldness. Do not 
use the Violet Ray on the hair immediately after applying any preparations containing more 
than forty per cent of alcohol. 


ACNE (PIMPLES)—Treat the entire surface for 
about seven minutes with the Surface Electrode 
No. 1. If the skin is damp, either apply talcum 
powder or treat through handkerchief or other 
clean cloth. Use a medium current. 


ANAEMIA—General application to the entire 
body. Treat with Surface Electrode No. 1 over 
the chest, and Throat Electrode No. 4 on throat 
glands, the treatment to last from five to ten 
minutes. The Ozone Generator is also of the 
utmost benefit. 


AMENNORRHEA, IRREGULARITY, SUPPRESSED 
MENSES—With the Vaginal Tube No. 24 or 26 an 
emmenagog effect can be produced. Apply any 
antiseptic lubricant to tube. Give ten-minute treat- 
ments every other day. Also apply Surface Elec- 
trode No. 1 to spine, five to ten minutes. 


ABSCESS---To abort an abscess, the use of the 
Surface Electrode has been found to be the most 
beneficial. Keep tube in contact with skin. Apply 
any antiseptic lubricant on tube before applying. 
Give five to ten-minute treatments. 
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ASTHMA—Apply Surface Electrode No. 1 or Condenser No. 2 over the chest and throat 
glands for about 5 minutes with a strong current. Treatment of Asthma is also found to be very 
successful by the use of the Ozone Attachment, filling it with 1 dram of Oil of Pine; 1 dram of 
Oil of Eucalyptol; 5 minims Beechwood Creoscte. Inhale 3 to 5 minutes daily. 


ATAXIA—Use as strong a current as can be tolerated to spine, over abdomen, and back of 
legs. Give milder treatment as improvement is noticed. 


BARBER’S ITCH—General treatment with Electrode No. 1 for 5 minutes daily. 


BLEPHARITIS—INFECTION EDGES OF EYE LIDS—Excellent results can be produced by the 
use of the Eye Electrodes No. 5; treatments 10 minutes daily. Also use Throat Tube No. 4 to go 
around area of the conjunctiva or mucuous membrane of the eye, 5 minutes. 


BOILS—FURUNCULOSIS—In treatment of Boils, 
excellent results have been obtained by giving a a 
light spark around area of infection with the ( \ 
Surface Electrode No. 1 and then applying the 
electrode direct on same twice daily, 5-minute a 


treatments. 

BRUISES—Use Surface Electrode over area af- os? ‘ig 
fected. Treatments about 5 to 10 minutes. Medium po 
or strong current. ce <a! 


BUNIONS—Use Surface Electrode in direct con- 
tact with skin, with medium current for about 5 
minutes. 


BRAIN FAG—Use Applicator No. 1 over fore- 
head and eyes. Also treat the back of head and 
neck with strong current in direct contact with oie 
the skin. Treat the spine and hold the electrode S 
in the hand. Ozone inhalations for about four By, 
minutes are also of importance. 


BLACKHEADS—A mild to medium treatment of 
five. minutes daily. Use Surface Electrode No. I, 
and apply talcum powder before treating. 


etd 
BRONCHITIS—By the use of the Ozone Attach- Loe 
ment very beneficial results and great relief can Hf N 
be obtained immediately. Use same mixture as in Ve 
treatment of Asthma. = 
CARBUNCLE—Use the Surface Electrode No. 1, ! Bae 
applying same direct, 10 to 15 minutes daily. 


CALLUSES—Use a strong electric current with 
surface Electrode No. 1. The current can also be 


applied by holding electrode a short distance 
from the skin. 


CALLUSES—Use a strong electric current with Pains in Back Quickly Relieved 
surface Electrode No. 1. The current can also be 


applied: by holding electrode a short distance from the skin. 


CARBUNCLES—The treatment prescribed for Boils should be followed in treating cases of 
nature. 

CATARRH, NASAL—In this condition the Nasal Tube is used within the nose with a mild current 
within the nasal passage, two to five minutes on each side, followed by an application with 
the Surface Electrode externally over the area of the nose. Use Ozone Generator. 


CHILBLAINS—Use Surface Electrode with strong spark applied directly to the skin. Treatment 
to last about ten minutes. 

COLD EXTREMITIES—Apply Surface Electrode direct to affected parts, using a strong spark for 
about five minutes. Also apply electrode to the spine; keep the electrode about one-half inch 
from the skin until the surface is red. 

CONSTIPATION—Apply Surface Electrode over the bowels. Apply for about ten minutes, moving 
the electrode. Use a strong current. Physicians use Rectal Electrode No. 23 for insertion into the 
rectum. Orificial treatments last about five minutes. 

DANDRUFF—Directions for the treatment of Alopecia are applicable in cases of this nature. 

DEAFNESS, EARACHE AND EAR DISEASES—Apply Ear Electrode with very mild current into 
the ear. Care must be exercised so as to not touch the ear drum. Three to five minutes is suf- 
ficient. 

ECZEMA—By the use of the Surface Electrode No. 1 excellent results have been obtained by 
giving the patient as much current as can be endured. Another beneficial way of treating is 
to apply gauze over the area and go over same with the electrode. 

FROST BITES—Instructions outlined for the treatment of Chilblains may also be adapted to 
the treatment of this ailment. 
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GOITRE-—In Goitre cases, by the use of the Surface Electrode No. 1 the tube should be kept 
in light contact with the skin, treating the sides of the neck as well as. over the Goitre itself, 
giving ten-minute treatmens daily. bined 


GONORRHEA—In sub-acute or chronic forms marked beneficial results have been obtained 


_by the use of the Urethral No. 21 or Vaginal No. 24 Electrodes. Apply any antiseptic lubricant 


on tubes before inserting. Give seven-minute treatments daily. 


GLEET—By the use of the Urethral No. 21 and the Rectal No. 23 Tubes unusual results 
have been obtained. Insert same with any antiseptic lubricant, giving ten to fifteen minute treat- 
ments daily. 


GOUT—Apply Surface Electrode to the spine to stimulate the system. Then apply Surface 
Electrode to the painful area with a medium current, keeping the electrode in contact with the 


skin, but moving same about. Pain may be noticed at first, but results are certain if treatment © 


is continued. 


GREY HAIR—-The natural color of the hair may often be restored by continued and patient 
treatment with Electrode No. 3. See Alopecia. Several months are usually required for results. 
Use a mild current for stimulation at least once a day. 


HAY FEVER—Apply Surface Electrode over the nose and along the spine with medium current 
for five minutes. Apply Electrode No. 19 in nostrils for a short time. Treatment must be of 
short duration but frequently repeated. Use the Ozone Generator freely, it being advisable to 
Ozonate the entire room with it. For satisfactory results treatments should commence two or 
three weeks for period of attack. 


HEADACHES—Frontal and Occipital Headaches are relieved by using the Surface Tube No. 1 
over the seat of the pain. Keep the tube in loose contact and prolong the treatment until relief 
takes place which usuaily takes from 5 to 10 minutes. 


HEMORRHOIDS—With the use of Rectal Tube No. 23 temporary relief may be obtained by 
giving five-minute treatments daily. 


HERPES, ZOSTER—Application of the Condenser Tube in the eruption of Herpes. Recovery 
can be hastened by giving ten-minute treatments daily. Three to five treatments are usually 
sufficient. 


IMPOTENCE—The most beneficial way of treating this condition is by the use of the Prostatic 
Tube No. 22 with plenty of spark. Use the Surface Electrode No. 1 slightly raised over the area 
of the spine from five to seven minutes daily. 


INSOMNIA—The method most beneficial has 
been the use of the Condenser Tube, which is 
‘kept in light contact with the back of the head 
and neck, going down the spine for about five 
minutes before retiring. 


JAUNDICE-—By the use of the Condenser Elec- 
trode great relief can be obtained. Apply elec- 
trode over the area of the liver ten minutes 
daily. 


LARYNGITIS—-The Throat Electrode either by 
the loose contact or mild spark will greatly aid 
in treatment of this nature. Ozone inhalations are 
most advisable. 


LUMBAGO—Apply the current through the cloth- 
ing with as strong a current as can be tolerated. 
Continue treatment until pdin is gone. Keep the 
electrode moving and give long treatment. 


LEUCORRHEA—Use Vaginal Electrodes No. 24 
or 26, lubricating before insertion. A medium 
treatment for five minutes is applied and repeated 
as circumstances require. Current should be 
turned on after insertion of electrode and off be- 
fore removal of electrode. Antiseptic douches in 
connection. 


NEURALGIA—To obtain a hurried relief of Neu- 
ralgia, the Surface Electrode No. 1 should be 
used. Pass back and forth in light contact with 
the skin, giving ten-minute treatments as needed. 





Perfectly Harmless—Can Be Used for Baby 
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VIOLET RAY TREATMENTS 


NEURITIS—Use Surface Electrode for five minutes at a time. Several treatments a day are 
advisable. Use light current at first and gradually increase same. Apply locally or to entire 
body, depending upon the condition. 


OBESITY—Apply Surface or Condenser Elec- 
trode No. 2 for fifteen minutes twice daily. 
Use very strong current. Fats will be con- 


“a 
sumed by increase of oxidation but diet must > 
be reduced and watched. as 
PARALYSIS—Use Electrodes No. 1 or No. 2. \ =F 
Treat paralyzed muscles, employing a cur- 
rent strong enough to produce a half or three f 


quarter inch spark. Part of the time keep 
the applicator in contact with the skin and 
part of the time raise it above the surface 
to get effective spark. Treat as directed by 
physician. 


PLEURISY—Use the Condenser Tube over the 
front and back of the chest until a marked 
reddening of the skin indicates a counter irri- 
tation. Two or three treatments are necessary 
in acute cases and one daily in chronic 
cases. 


PSORIASIS—This is treated by the same 
technique as that employed in Eczema. 


RHEUMATISM—tUse Electrode No. 2. High 
Frequency currents are of exceptional value 
in muscular and in chronic articular rheuma- 
tism. The pain will be relieved by application 
of High Frequency massage, using lubricant, 
if necessary. Follow with fairly strong spark 
until pronounced redness is produced. This 
treatment persistently followed has in many 
cases resulted in a cure. While some relief / | 
may be obtained in one treatment, but perma- 
nent cure requires much time and patience. 
Treatment: Ten to fifteen minutes daily. 





Rheumatic Pains in Limbs Disappear After 
Few Minutes Treatment 


RINGWORM—Use the surface Electrode and apply short sparks several times a day with a 
medium current for several minutes. 


_SCARS—By the use of the Surface Electrode No. 1 a softening effect can be. produced on scar 
tissue, treating same five to seven minutes daily. 


SCIATICA—Apply the Condenser Electrode along the course of the nerve and over the lower 
part of the spine, giving ten-minute treatments daily. 


SINUSITIS—The use of Surface Electrode No. 1 gives a hurried relief by applying same 
over the area of the sinuses daily for five minutes. 


SORE THROAT AND THROAT DISEASES—Use Internal Throat Electrode No. 20 with medium 
current for five minutes, and the External Throat Electrode No. 4 on the outside of the throat 
for the same period of time. 


Sue NECK AND JOINTS—Apply Surface Electrode, using the same method as explained 
in Neuritis. 


URTICARIA (HIVES)—Urticaria can be quickly eliminated by the use of the Surface 
Electrode No. 1, going back and forth over the area for ten minutes daily until condition is gone. 


WARTS AND OTHER SMALL GROWTHS—The No. 25 Cautery Electrode should be used, as it 
throws a fine, sharp spark. Apply to growths long enough to cauterize the surface. A few 


seconds is usually all that is necessary. Wait a day or two for results and, if necessary, repeat. © 


Where there is no Cautery Electrode the Surface Electrode can be used by holding it about 
one-eighth inch from the growth and allowing the sparks to pass from the edge of the glass. 


WRITER'S CRAMP—lIn this condition a hurried relief can be effected by the use of Surface 
Tube No. 1 over the area of condition, using same until condition is relieved. 


WRY NECK—TORTICOLLIS—Using the No. 1 or No. 2 over the area of the neck and down the 
spine daily for ten minutes, relief can be efiected. 


WRINKLES—Are commonly caused by using a given set of facial muscles more than nor- 
mally. They can be removed by applying Electrode No. 1 or No. 5 with a rotary, massaging 
movement. ; 
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MASTER OIL HEATERS 2 ) : 4 Wastor. MARCEL IRON HEATERS 


Heat and keep oils at correct temperature. 
Master Oil Heaters are constructed so the ele- . ~ 
ments will not burn out. Made of polished alumi- 41| )))))| SN oo | MASTER SINGLE IRON HEATER 
num, they cannot rust, corrode or discolor. Will YY lig ae This Gpplidiice represents the ideal type 6: 
last indefinitely. . f ye 2 i heater for either professional or home use. It is 
Use of the Master Oil Heater No. 67 is the per- \ aa Se Avg of attractive appearance and has an estab- 
fect method of heating oil properly for hair treat- Citi, — 7 gS lished reputation for durability and service. 
ments and melting cosmetics for toilet use. itm The ‘price is a feature and is less than that 
Price 110195 -Volts $1.50A usually paid for marcelling iron heaters which 


MASTER MANICURE OIL HEATER | _ the Master Heater. 


Heat and keep oil correct temperature for Price, 110-125 Volts 
comfort. Master Manicure Oil Heater No. 68, 
is made of polished aluminum, cannot rust, 
corrode or discolor. Will last indefinitely. 

Use of the Master Manicure Oil Heater 


i = No. 68 is the perfect method of reconditioning | pe TGA N MASTER TWO IRON HE ATER 








NS 
Si 


ul a : This heater is designed for the heating of 
oN MZ 7 AAT @ . two i t ti d for thi a 
Wing - Price, 110-125 Volts . ZA g ON _ZF }\\ two irors at one time and for this reason is 
oo | A—For 220-240 Volts add $1.00 Wz Az sometimes preferred by beauty parlors for 
THE : NEW ae | CqwvZAZv BZ il =~ professional work. Has all the features of the 


MASTER COMBINATION \ an = il Cc \\) single iron heater with increased capacity. 
TREATMENT CABINET : | : | | | Price, 110-125 Volts . $6.50A 


(Wall Plate) 
A VALUABLE EQUIPMENT FOR 
THE PROGRESSIVE BEAUTICIAN 





The Galvanic Current is used Dene : “ | 
for Electrolysis; the removal of Vee or 
superfluous hair, moles, warts ee pe aan MASTERHEATER NO. 4 
and other blemishes, contracting ee ae ; 
tissues and for astringent effects. oe : % Embodies all features of the single iron 


The Faradic Current is indicat- : © 28 va \ heater except that it has no “on and off 


ed for stimulation of muscles, ore switch.’ Operates direct from light socket. 
ing flabby tissues and aiding in 


removal of wrinkles. oe Price, 110-125 Volts $4.00A 
The instrument operates from eee ee i. 

any 110-115 V., A. C. light cur- 

rent. In connection with the light 

current it is necessary to secure 

AS V. B. Battery. 
NOTE: —B Battery does not j = 

come with cabinet. Any radio or | = ee 

electrical dealer will secure you | CaN Re TH, BE» MASTER THREE IRON HEATER 

a 45 V. Eveready B Battery at \ ZB ZF =—N 3 


small cost. Due to weight of bat- The Master Three Iron Heater can 
tery it is advisable to secure 


jocally. | \ S ig u A \ quickly be brought to the proper tem- 
We beauuinl: “ond «complete : La = yy 'y perature in the center hole and there- 

eipment Wh Gl weccecay | DO oF) uttter_ the proper degree of heat may be 

attachments as shown in illustra: << maintained by keeping the iron in either 

tion. Less B Battery. of the outside holes. 

Price, complete, 


110-125 Volts $55.00 | e = eae | Price, 110:125 Volts 
220-240 Volts $70.00 | 


A - For 220 or 240 Volts add $1.00 : | : : A - For 220 or 240 Volts add $1.00 





